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MEDICODE 


With MediCode, you no longer will have to carry a set of expandable cards with 
you at all times while at work. You will never have to waste valuable time in an 
emergency situation searching through multiple algorithms until you find the right 
one. All of the algorithms are now accessible from the palm of your hand, and you 
will be selecting your desired algorithm by memory in no time. Choose between i 
multiple viewing options and easily share algorithms with co-workers and friends S] National 
through email and social media. 

To improve functionality and speed in obtaining your desired algorithm as 

quickly as possible in an emergency, they have been divided between BLS, ACLS, 
PALS, and CPR. All are accessible from the home screen. The individual algorithms 
included in this app are: 


e Basic Life Support (BLS) 

e Advanced Cardiac Life Support (ACLS) 

e Pediatric Advanced Life Support (PALS) 

e Cardiopulmonary Resuscitation (CPR) AED, and First Aid 


CERTALERT+ 


CertAlert+ is the perfect app to minimize a potential area of stress and distraction 
in your life. With CertAlert+, you will have all your licenses and certifications in 
one place anytime you need them. We will keep track and remind you when 
your expiration date approaches, and we will help you with your registration 
whenever possible. 
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Compile all required licenses and certifications in one location. 

Take photos (front and back) of certification cards and licenses for 

simple reference. 

Record all expiration dates and store with ease. 

Choose when you want to be reminded of your approaching expiration dates. 
Send all license or certification information directly to your email after 
exporting from the app. 

Quick access to easily register for online certification 

and recertification courses. 


CERTALERT+ 


BLS - Basic Life Support 


